
Any correspondence should be sent to: Debi Payton 45 Shawmut Rd. Canton. MA 02021 








Michael W. Morrissey, District Attorney 



RETURN OF SERVICE 


A.D.2007 

(month) (date) 

Norfolk, ss. 

By virtue of this writ. I have summoned the within named witnesses for their appearance at Court (complete one of the following): 

By delivering a copy of this writ in hand to 


By leaving a copy of this writ at the last and usual place of abode, to wit: 

No._Street_Citv or Town 


Police Officer, Constable, Deputy Sheriff 


Corbett email PRR 002389 











